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Sir George Williams University. 


In view of the continuing publicity given to the termination of 
Mr. Henry Worrell's employment at this university, I wish, as 
Chairman of the Board of Governors, to clarify certain matters. 


Sir George Williams is not a cold, heartless institution which 
treated an employee shamelessly after 33 years of service. It 
was because of Mr. Worrell's lengthy service that so much time 
and effort were spent by administrators of the University and 
members of the Board in developing alternative proposals for 
employment and finally, a termination settlement. 


Contrary to any impression that may have been created, the report 

of the university ombudsmen did not criticize the university for 
ending Mr. Worrell's employment. It did state that the university 
was at fault in the way it handled its second job offer to Mr. 
Worrell, not making clear that this was a final offer. It recom- 
mended that the Principal discuss five alternatives with Mr. Worrell 
These were so discussed, and one of the alternatives, early retire- 
ment, was subsequently offered to Mr. Worrell; this he turned down. 
Also, he did not follow up a further recommendation of the ombudsmen 
in a letter dated November 29 that his lawyer negotiate with the 
university lawyer the withdrawal of his dismissal and the financial 
aspects of early retirement. 


The University decisions regarding Mr. Worrell were made by the 

Board of Governors, on which faculty, students, alumni and adminis- 
trators are represented as well as outside business and professional 
executives. The university offered Mr. Worrell alternative employment 
and, finally a generous severance allowance, which would be hard to 
match under similar circumstances. 


The time has now come for me, as Chairman of the Board of Governors, 
to state bluntly that there is now no question of Mr. Worrell being 
reemployed at the University. 


December 9, 1971 Michael Sheldon 
Assistant to the Principal 


